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29 June 1954 


- q-pnmrr 

MEMORANDUM FOR THE MEMBERS OF USCIBEC: 


Subject: Security of CCMINT Transmitted by Electrical Means. 

Reference: (a) USCIB 5*4/12 dated 15 June 1954* • 

(b) USCIB 13.5/42 dated S March 1954. 

1. At its Sixteenth Meeting on 25 June 1954, USCIBEC agreed that: 

a. Establishment of minimum standards required by Section III, 
paragraph 1 of USCIB Directive Number 9 (Revised), should be expedited. 


b. Each member department and agency would notify the 
Executive Secretary, USCIB, by Friday, 2 July 1954, of acceptance (or 
non-acceptance with appropriate recommendations) of reference (b) above, 
less the footnote indicated by asterisk, as the minimum standards govern- 
ing communication security systems, procedures, practices and training 
programs to be followed by all USCIB member organizations in the trans- 
mission of CCMINT by electrical means. 


2. THIS DOCUMENT CONTAINS COMMUNICATIONS INTELLIGENCE INFORMATION 
AND SHALL BE HANDLED ONLY IN CHANNELS EXPRESSLY PROVIDED FOR CCMINT. 


Deputy Execi 



JONES 

Secretary, 


USCIB 
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